Walking to the Filk Con from Marks Tey station: 


Approx. 0.5 miles 
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View coming out of the station 
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Cross station road. 
The footpath takes you straight to the pedestrian crossing across the A120. 


The pedestrian crossing takes you straight to the footbridge over the A12, which comes out on 


London Road. 


Turn left and follow London Road for ~0.3 miles. Cross London Road where convenient and keep 


right to avoid the roundabout feeder lanes. 


The Hotel will be on your left. 
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Keep right on London Road to 
avoid the roundabout 


(use short pedestrian section — 
both parts are called London 


Road to confuse things!) 


The main road rejoins after the 
roundabout 





